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Uptown SSA #34 
Advisory Commission 
Meeting Agenda 


Tuesday, October 16 th 2018 

Bridgeview Bank Building (4753 North Broadway) 
I st Floor Conference Room - 4:30pm 


Agenda: 


1. Welcome and Call to Order 

a. 4:30pm 


2. Public Input 

a. 4:30-4:35pm 


3. Approval of Minutes 

a. Acceptance of Minutes from Tuesday, September 25 th 2018 - VOTE (4:35-4:40pm) 


4. Budget and Financial Report 

a. 4:40-4:45pm 


5. 2019 Work Plan, Budget, Uptown United as sole service provider for SSA #34 

a. 4:45-4:55pm - VOTE 


6. Next Meeting 

a. Wednesday., December 5 th 2018 - VOTE (4:55-5:00pm) 


7. Adjournment 

a. 5:00pm 



